Subject: Re: Advisory Letter to Corps of Engineers 
From: Joanne 

Date: 6/11/17, 4:38 PM 

To: Ellen Endo 


Good 


Sent from my iPhone 6s Plus 


On Jun 11, 2017, at 11:33 AM, Ellen Endo <ellenendo&wøyahoo.com> wrote: 


I can be there on Thursday. 


Ellen 


Sent from Yahoo Mail for iPhone 


On Saturday, June 10, 2017, 10:20 AM, Joanne Kumamoto <jkumamoto&waol.com> wrote: 


Hi Ellen, 


Attached are the Corps of Engineers letter for the Japanese Garden, for some of the Historical 
or Background Info. Also, Thursday June 15 there is an advisory committee meeting from 4 to 
5:30 (LAST TIME IT WENT TO 6:00) but a pre meeting at 2:00 pm with a small group to report 
on progress. If your available you are invited to come. 


Joanne 


————- Original Message----- 

From: Gene Greene <gene.greeneGlacity.org> 

To: Alan Kumamoto <akumamoto&wøaol.com> 

Cc: Luz Rivas <luz.rivasØlacity.org>; Joanne Kumamoto <jkumamotowaol.com>; Judith Hirshberg 
<hirshbergjægmail.com>; michael Fritzen <loraxxmrfæyahoo.com> 

Sent: Thu, May 25, 2017 1:25 pm 

Subject: Advisory Letter to Corps of Engineers 


Hi Alan and Joanne: 


Thanks for taking the time to tour the Garden yesterday afternoon and discussions regarding the Strategic Plan you 
are preparing. 


Each time I am in the Garden is better than the last. It was a relaxing afternoon for a change. 


Attached is the Advisory Letter to Corps of Engineers and attachments that go back to the inception of the project 
and identifying the site uses in the proposed initial City lease agreement. 


See you all at 2 pm on June 15th just before the Advisory meeting. 


Gene 


